
exclusion of all other people in the entire world, had taken it 
There never was and can be no doubt of this. One possible expla- 
nation of the word purportedly” is in the incompleteness of the 
photograph. It is one of a half-dozen always barbered versions 
in the record. Because the alteration of the photograph is at no 
point acknowiedged, who doctored it is also not known. Among the 
possibilities is the photo lab. That might mean Shaneyfelt him- 
self. But the photographs he produced could have been altered 
subsequently. 

° n ? ° f the shots " is an intriguing phrase. If Sha- 
neyfelt meant only one shot had been fired, he was also saving 
according to the careful limitations imposed by the Report's con- 
cluslon, that both men had been wounded before Frame Z $ 5 and that 
the shot that missed had not been fired by then. This allowed 
bU !u 5S £^ am ® 3 the firing of two shots, barely the absolute 
mathematical minimum for the most expert and, from the performance 

(WHITEWASH m 26)!° n °" n eXpertS ’ beyond their ca P a bility, too 


Mr. bpecter. What motion pictures, if any, were taken 
during the reenactment? 

Mr. Shaneyfelt. During the reenactment the black-and- 
white photographs were made from Zapruder's position with a 
Speedgraphic camera and we also took motion pictures with 
Mr. Zapruder's camera from Zapruder's position with the car 
in the fixed locations as they were established with the 
car just stationary in those locations. 

After establishing all those points and making these film 
records of it, we then had the car proceed along that Elm 
Street route at approximately 11 miles per hour, and filmed 
it with Mr. Zapruder’s camera loaded with color film from 
Mr. Zapruder's position and simultaneously photographed it 
with Mr. Nix's camera from Mrs. Muchmore's position, and 
this was done twice (5H162) . 

.. _ Mr ; Shaneyfelt. ... I found, in examining the film, that 
this is a shorter span of time than in the actual film. It 
is a span on the reenactment of about three and a half sec- 
onds between 222 and 313. The second frame stained is 313 
but since it is running at a faster speed I have also stained 
a spot that represents £ seconds which is what the time lapse 
was between frame 222 and frame 313 in the actual assassina- 
tion films (5H176). 


This cannot be passed over as blithely as Specter and those 
Commission members permitted. First, Shaneyfelt testified that 
his filmed reconstruction disagreed with the Zapruder film. This 
could have been caused by the Zapruder camera operating at a dif- 
ferent speed than Shaneyfelt said, 18.3 frames per second (5H1^1) 
when Zapruder used it; by its going more rapidly when Shaneyfelt 
used it or by other lack of faithfulness in the reenactment. An 
error of 30 percent cannot simply be ignored. 


The entire case is absolutely and finally destroyed if the 
real time required to film Frames 222 through 313 required less 
than five seconds. Anything even close to 3.5 seconds requires 
an autopsy for the Report, for the minimum reloading time alone 
is more than that, or 4*6 seconds. 


Specter's monumental indifference to this flaw, minute in 
seconds but astronomical in significance, is unfortunately charac- 
teristic of the entire Report and the staff work that went into it. 
One of two things is here inevitable: either the FBI's reconstruc- 

tion was phony or the account of the assassination is false. Either 
is fatal to the Report. 


Here the total and consistent failure of any of the Commission 
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